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Please note: This PDF only has up to the first 250 providers of your search results. This is not a list of all providers. 

IMPORTANT 

While we make efforts to ensure that our lists of doctors and hospitals are up to date and accurate, providers do leave our 
networks from time to time, and these listings do change. There are hospitals, doctors or other providers who are not included 
in every plan network. Please make sure you are searching the right network. Logging in as a member is the most 
accurate method to search for providers in your plan network. You may also enter your Alpha Prefix (the first three letters of 
your member number on your ID card). There may be higher costs to you if you visit a provider who is not in your plan 
network. We recommend you contact the provider to confirm that they are in your plan network and that the desired service is 
covered. 

If you receive services from a network hospital, the hospital may arrange with physicians and other providers to assist in your 
care. Network hospitals are encouraged to hold those hospital-based providers to the same standards for member billing. 
However, if a hospital does not require its hospital-based providers to comply with the same standards, we cannot influence 
the manner or amount that you may be billed by the hospital-based provider. 

This directory is for general information. Health benefit plans vary, so please consult your benefit plan document to determine 
what services and supplies are covered under your particular plan. 


HOW WE CHOOSE DOCTORS AND HOSPITALS FOR OUR NETWORKS 

Before providers join our networks, we check to see that they have the education, licenses and training to provide care. While 
we don’t have specific quality, member satisfaction or patient safety measures for selecting providers and hospitals to 
participate in our Marketplace networks, we monitor and promote quality of care within many of our networks 1 using programs 
like Enhanced Personal Health Care (EPHC), Quality-ln-Sights®: Hospital Incentive Program (Q-HIP®), Blue Distinction, Blue 
Physician Recognition, Blue Precision, Physician Quality Measurement (PQM), Anthem Quality-ln-Sights®: Primary Care 
Program (AQI). 

For more information, go to https://www.anthe m . co m/health- 

insurance/nsecurepdf/Enalish providerdirectorv choose doctors , or call our Member Services Department using the 
telephone number on your ID card. 


1 Not all programs are available in all states 
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Find a Doctor Search Results - Prepared Friday, May 13, 2016 


Provider Search Role/Specialty: Doctor/Medical Professional, 

Criteria: Ophthalmology 

Location: 33763, 10 miles 

Insurance Options: DZV 


JAMES POWERS DO PA 

Ophthalmology 
0.7 miles away 
2565 Enterprise Rd, 
Clearwater, FL 33763 
727-738-5900 


JAMES P POWERS DO 

Ophthalmology - Board 

Certified 

0.7 miles away 

2565 Enterprise Rd, 

Clearwater, FL 33763 

727-738-5900 


KURT B REPKE MD 

jk. 

Ophthalmology - Board 

Certified 

0.7 miles away 

2565 Enterprise Rd, 

Clearwater, FL 33763 

727-738-5900 

JOSE M PRO- 
LANDAZURI MD 

Ophthalmology - Board 
Certified 
1 .1 miles away 
2339 Sunset Point Rd, 
Ste 300 

Clearwater, FL 33765 
727-796-0222 


DANA M DEUPREE MD 

Ophthalmology - Board 

Certified 

3.3 miles away 

3280 N Mcmullen Booth Rd, 

Ste 120 

Clearwater, FL 33761 
727-789-8770 

JASON M HANDZA DO 

4k 

Ophthalmology - Board 
Certified 

3.3 miles away 

3280 N Mcmullen Booth Rd, 
Ste 120 

Clearwater, FL 33761 
727-789-8770 

KARINA K BILLIRIS 
FINDLAY MD 

Ophthalmology - Board 
Certified 

3.4 miles away 
579 S Duncan Ave, 
Clearwater, FL 33756 
813-445-9110 

STEVEN M COHEN MD 

Ophthalmology - Board 

Certified 

3.4 miles away 

579 S Duncan Ave, 

Clearwater, FL 33756 

727-445-9110 


ROBERT C HOWARD 
MD 

Ophthalmology - Board 
Certified 

4.5 miles away 

501 S Fort Harrison Ave, 
Clearwater, FL 33756 
727-210-8811 

ORION T AYER JR MD 

Ophthalmology 

4.6 miles away 
1290 S Missouri Ave, 
Clearwater, FL 33756 
727-894-3937 


THE RETINA INSTITUTE 

Ophthalmology 

4.6 miles away 
1290 S Missouri Ave, 
Clearwater, FL 33756 
727-441-2212 


SOYOUNG SUNG MD 

Ophthalmology - Board 

Certified 

4.6 miles away 

1290 S Missouri Ave, 

Clearwater, FL 33756 

727-894-3937 


ORENZPLOUS MD 

Ophthalmology - Board 
Certified 

6.9 miles away 
1030 W Bay Dr, 

Largo, FL 33770 
727-585-2200 

ST MICHAELS EYE AND 
LASER INSTITUTE PA 

Ophthalmology 

6.9 miles away 
1030 W Bay Dr, 

Largo, FL 33770 
727-585-2200 


LOUIS J MICHAELOS 
MD 

Ophthalmology 

6.9 miles away 
1030 W Bay Dr, 

Largo, FL 33770 
727-585-2200 

JAMES J ROWSEY MD 

Ophthalmology - Board 
Certified 

6.9 miles away 
1030 W Bay Dr, 

Largo, FL 33770 
727-585-2200 


Multiple Locations 

While we make efforts to ensure that our lists of doctors are up to date and accurate, doctors do leave our networks from time to time, and these listings do change. There may be higher fees associated with visiting a doctor who is 
not in ournelwork or for obtaining a service that is not covered by your plan. You maybe responsible for those costs. To avoid higher fees we recommend thatyou confirm your doctor is in network and that the desired service is 
cove red when schedu I in g you r appo intment. 



NIELSEN EYE CENTER 

Ophthalmology 

1 .1 miles away 
2339 Sunset Point Rd, 

Ste 300 

Clearwater, FL 33765 
727-796-0222 

JAMES M NIELSEN MD 

Ophthalmology - Board 
Certified 

1 .1 miles away 
2339 Sunset Point Rd, 

Ste 300 

Clearwater, FL 33765 
727-796-0222 

JAMESARUSH MD 

Ophthalmology - Board 
Certified 
1 .4 miles away 
2762 Camden Rd, 
Clearwater, FL 33759 
727-726-1060 


SEABORN M HUNT III 
MD 

Ophthalmology - Board 

Certified 

1 .5 miles away 

23666 Us Highway 19 N, 

Clearwater, FL 33765 

727-791-1214 

ORENZPLOUS MD 

4k 

Ophthalmology - Board 
Certified 

2.0 miles away 
3001 Eastland Blvd, 

Ste 1 

Clearwater, FL 33761 
727-726-1492 


DAVIDA EICHENBAUM 
MD 

Ophthalmology - Board 

Certified 

3.4 miles away 

579 S Duncan Ave, 

Clearwater, FL 33756 

727-445-9110 

RETINA VITREOUS 
ASSOCIATIONS OF 
FLORIDA 

Ophthalmology 
3.4 miles away 
579 S Duncan Ave, 
Clearwater, FL 33756 
813-445-9110 

WEST FLORIDA 
OPTHALMOLOGY 

Ophthalmology 

4.3 miles away 
3155 Curlew Rd, 

Oldsmar, FL 34677 
727-797-0200 


LAURA T MULLER MD 

Ophthalmology - Board 
Certified 

4.3 miles away 
3155 Curlew Rd, 

Oldsmar, FL 34677 
727-797-0200 


CAREY T ROWAN MD 

Ophthalmology - Board 
Certified 

4.3 miles away 
432 Cleveland St, 

Ste E 

Clearwater, FL 33755 
727-755-3937 


JONATHAN A MINES MD 

Ophthalmology - Board 
Certified 

4.7 miles away 
505 Druid Rd E, 

Clearwater, FL 33756 
727-861-3262 

BAY AREA RETINA 
CONSULTANTS 

Ophthalmology 

4.7 miles away 
505 Druid Rd E, 

Clearwater, FL 33756 
727-447-8008 

MATTHEW M MENOSKY 
MD 

a 

Ophthalmology - Board 
Certified 

4.7 miles away 
505 Druid Rd E, 

Clearwater, FL 33756 
727-447-8008 

THOMAS A CALECA MD 

Ophthalmology - Board 
Certified 

5.1 miles away 
610 Lakeview Rd, 

Clearwater, FL 33756 
727-442-5114 


PETER C SMITH MD 

Ophthalmology - Board 

Certified 

5.1 miles away 

610 Lakeview Rd, 

Clearwater, FL 33756 

727-446-7578 


JOHN L MICHAELOS 
MD 

Ophthalmology 
6.9 miles away 
1030 W Bay Dr, 

Largo, FL 33770 
727-585-2200 

YASAMAN MOHADJER 
MD 

4k 

Ophthalmology 

7.0 miles away 
1295 West Bay Dr, 

Largo, FL 33770 
727-559-9811 

THE EYE INSTITUTE OF 
WEST FLORIDA 

Ophthalmology 

7.0 miles away 
1295 West Bay Dr, 

Largo, FL 33770 
727-559-9811 


LEONARD S KIRSCH 
MD 

a 

Ophthalmology - Board 
Certified 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 

THE EYE INSTITUTE OF 
WEST FLORIDA 

Ophthalmology 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


A Multiple Locations 

While we make efforts to ensure that our lists of doctors are up to date and accurate, doctors do leave our networks from time to time, and these listings do change. There may be higher fees associated with visiting a doctor who is 
not in ournelwork or for obtaining a service that is not covered by your plan. You maybe responsible for those costs. To avoid higher fees we recommend thatyou confirm your doctor is in network and that the desired service is 
cove red when schedu I in g you r appo intment. 


DAN P M0N7ZKA MD 

Ophthalmology - Board 
Certified 

2.0 miles away 
3001 Eastland Blvd, 

Ste 1 

Clearwater, FL 33761 
727-862-3090 

EDWARD G ROSANELLI 
JR MD 

Ophthalmology - Board 
Certified 

2.0 miles away 
3001 Eastland Blvd, 

Ste 1 

Clearwater, FL 33761 
727-820-9542 

DAVID S ROTHBERG 
MD 

a, 

Ophthalmology - Board 
Certified 

2.2 miles away 
3820 Tampa Rd, 

Ste 101 

Clearwater, FL 33761 
727-726-8871 

KURT B REPKE MD 

4k 

Ophthalmology - Board 
Certified 
2.4 miles away 
646 Virginia St, 

FI 5 

Dunedin, FL 34698 
727-736-7873 

SCOTT C BEHLER MD 

Ophthalmology - Board 
Certified 
2.6 miles away 
2346 Drew St, 

Clearwater, FL 33765 
727-712-2500 


ROWAN EYE CENTER 

Ophthalmology 

4.3 miles away 
432 Cleveland St, 

Ste E 

Clearwater, FL 33755 
727-755-3937 


PINELLAS EYE CARE 

Ophthalmology 

4.3 miles away 
2650 Tampa Rd, 

Ste A 

Palm Harbor, FL 34684 
727-785-4419 


MICHAEL H MANNING 
MD 

Ophthalmology - Board 
Certified 

4.3 miles away 
2650 Tampa Rd, 

Ste A 

Palm Harbor, FL 34684 
727-785-4419 

PINELLAS EYE CARE 

Ophthalmology 

4.3 miles away 
2650 Tampa Rd, 

Palm Harbor, FL 34684 
727-785-4419 


CHARLES A 
LUXENBERG MD 

Ophthalmology - Board 
Certified 

4.4 miles away 
2595 Tampa Rd, 

Ste A 

Palm Harbor, FL 34684 
727-785-6777 


JAMES C SANDERSON 
MD 

Ophthalmology - Board 
Certified 

5.2 miles away 
3885 Tampa Rd, 

Ste B 

Oldsmar, FL 34677 
813-925-3223 

HARRY KOLODNER MD 

Ophthalmology - Board 

Certified 

5.2 miles away 

33920 Us Highway 19 N, 

Ste 275 

Palm Harbor, FL 34684 
727-784-1121 

HARBOR 

OPHTHALMOLOGY 

PLLC 

Ophthalmology 

5.2 miles away 
33920 Us Highway 19 N, 

Ste 275 

Palm Harbor, FL 34684 
727-784-1121 

HARRY KOLODNER MD 

Ophthalmology - Board 

Certified 

5.2 miles away 

33920 Us Highway 19 N, 

Ste 275 

Palm Harbor, FL 34684 
727-784-1121 

HARRY KOLODNER 

Ophthalmology 

5.2 miles away 
33920 Us Highway 19 N, 

Ste 275 

Palm Harbor, FL 34684 
727-784-1121 


CHAD D HUMMEL MD 

4k 

Ophthalmology 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


LEWIS IAPTER MD 

Ophthalmology - Board 
Certified 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


ROBERT JWEINSTOCK 
MD 

a. 

Ophthalmology - Board 
Certified 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 

WINSTON T COPE MD 

Ophthalmology - Board 
Certified 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


JEFFREY S SCHWARTZ 
MD 

4k 

Ophthalmology - Board 
Certified 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


Multiple Locations 

While we make efforts to ensure that our lists of doctors are up to date and accurate, doctors do leave our networks from time to time, and these listings do change. There may be higher fees associated with visiting a doctor who is 
not in ournelwork or for obtaining a service that is not covered by your plan. You maybe responsible for those costs. To avoid higher fees we recommend thatyou confirm your doctor is in network and that the desired service is 
cove red when schedu I in g you r appo intment. 


LEONARD S KIRSCH 
MD 

4k 

Ophthalmology - Board 

Certified 

3.1 miles away 

3165 N Mcmullen Booth Rd, 

Bldg A 

Clearwater, FL 33761 
727-723-8706 

YASAMAN MOHADJER 
MD 

4k 

Ophthalmology 

3.1 miles away 

3165 N Mcmullen Booth Rd, 

Ste A1 

Clearwater, FL 33761 
727-723-8706 

THE EYE INSTITUTE OF 
WEST FLORIDA 

Ophthalmology 

3.1 miles away 

3165 N Mcmullen Booth Rd, 

Ste A1 

Clearwater, FL 33761 
727-723-8706 

KEVIN C GREENIDGE 
MD 

Ophthalmology - Board 

Certified 

3.1 miles away 

3165 N Mcmullen Booth Rd, 

Ste A1 

Clearwater, FL 33761 
727-581-8706 

JEFFREY S SCHWARTZ 
MD 

4k 

Ophthalmology - Board 

Certified 

3.1 miles away 

3165 N Mcmullen Booth Rd, 

Ste A1 

Clearwater, FL 33761 
727-581-8706 


DAVID S ROTHBERG 
MD 

4k 

Ophthalmology - Board 
Certified 

4.5 miles away 
3820 Tampa Rd, 

Ste 101 

Palm Harbor, FL 34684 
727-785-6422 

ROBERT C URBAN JR 
MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

32615 Us Highway 19 N, 

Ste 6 

Palm Harbor, FL 34684 
727-772-7712 

STEVEN A GROSS MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

32615 Us Highway 19 N, 

Ste 6 

Palm Harbor, FL 34684 
727-772-7712 

JAMES P GILLS JR MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 


BRUCE M KISKADDON 
MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 


AARON DAVIS MD 

Ophthalmology 

5.2 miles away 
33920 Us Highway 19 N, 
Ste 275 

Palm Harbor, FL 34684 
727-784-1121 


JONATHAN A MINES MD 

a 

Ophthalmology - Board 

Certified 

6.0 miles away 

35020 Us Highway 19 N, 

Palm Harbor, FL 34684 
727-771-0594 

BAY AREA RETINA 
CONSULTANTS 

Ophthalmology 

6.0 miles away 
35020 Us Highway 19 N, 

Palm Harbor, FL 34684 
727-771-0594 

MATTHEW M MENOSKY 
MD 

Ophthalmology - Board 
Certified 

6.0 miles away 

35020 Us Highway 19 N, 

Palm Harbor, FL 34684 
727-771-0594 

FRANK J SEIDL MD 

Ophthalmology - Board 
Certified 

6.1 miles away 
2770 E Bay Dr, 

Largo, FL 33771 
727-530-1425 


WILLIAM E LAYDEN MD 

Ophthalmology - Board 
Certified 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


RICHARD J HAIRSTON 
MD 

Ophthalmology - Board 
Certified 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 

WINSTON COPE MD 

Ophthalmology 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


NEEL R DESAI MD 

4k 

Ophthalmology 

7.0 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


STEPHEN M 
WEINSTOCK MD 

Ophthalmology - Board 
Certified 

7.1 miles away 
148 13Th St Sw, 

Largo, FL 33770 
727-581-8706 


A Multiple Locations 

While we make efforts to ensure that our lists of doctors are up to date and accurate, doctors do leave our networks from time to time, and these listings do change. There may be higher fees associated with visiting a doctor who is 
not in ournelwork or for obtaining a service that is not covered by your plan. You maybe responsible for those costs. To avoid higher fees we recommend thatyou confirm your doctor is in network and that the desired service is 
cove red when schedu I in g you r appo intment. 


NEEL R DESAI MD 

A 

Ophthalmology 

3.1 miles away 

3165 N Mcmullen Booth Rd, 

Ste A1 

Clearwater, FL 33761 
727-723-8706 

CHAD D HUMMEL MD 

Ophthalmology 

3.1 miles away 

3165 N Mcmullen Booth Rd, 

Ste A1 

Clearwater, FL 33761 
727-581-8706 

ROBERT JWEINSTOCK 
MD 

Ophthalmology - Board 

Certified 

3.1 miles away 

3165 N Mcmullen Booth Rd, 

Ste A1 

Clearwater, FL 33761 
727-581-8706 

WEST FLORIDA 
OPTHALMOLOGY 

Ophthalmology 

3.1 miles away 

3190 N Mcmullen Booth Rd, 

Ste 101 

Clearwater, FL 33761 
727-216-2020 

CLINTON W SHEETS 
MD 

Ophthalmology - Board 
Certified 

3.1 miles away 
601 S Belcher Rd, 

Clearwater, FL 33764 
727-799-3772 


BRIANAPHILLPOTTS 

MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 

DANIELLE ARCARO MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 

GUSTAVO E GAMERO 
MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 


JAMES P GILLS III MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 

JEFFREY A WIPFLI MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 


G W LAZENBY MD 

Ophthalmology - Board 
Certified 

6.1 miles away 
2770 E Bay Dr, 

Largo, FL 33771 
727-530-1425 

DIANA H HEATH MD 

Ophthalmology - Board 
Certified 

6.1 miles away 
2770 E Bay Dr, 

Largo, FL 33771 
727-530-1425 

LAZENBY AND HEATH 
MD PA 

Ophthalmology 

6.1 miles away 
2770 E Bay Dr, 

Largo, FL 33771 
727-530-1425 


PHILIP LSHETTLE 
DOPA 

Ophthalmology 

6.5 miles away 
670 Clearwater Largo Rd N, 
Ste A 

Largo, FL 33770 
727-581-8755 

PHILIP LSHETTLE DO 

Ophthalmology - Board 

Certified 

6.5 miles away 

670 Clearwater Largo Rd N, 

Ste A 

Largo, FL 33770 
727-581-8755 


EDWARD M 
DEUTSCHER MD 

Ophthalmology - Board 
Certified 

7.1 miles away 
1301 2Nd Ave Sw, 

Largo, FL 33770 
727-584-7706 

JAMESA ROBERTS MD 

Ophthalmology - Board 
Certified 

7.1 miles away 
1301 2Nd Ave Sw, 

Largo, FL 33770 
727-584-7706 

PHILIP LSHETTLE DO 

Ophthalmology - Board 
Certified 
7.9 miles away 
13113 66Th St, 

Largo, FL 33773 
727-674-2500 


BAY AREA RETINA 
CONSULTANTS 

Ophthalmology 

8.2 miles away 
12037 Whitmarsh Ln, 

Ste 102 

Tampa, FL 33626 
813-855-8008 

JONATHAN A MINES MD 

Ophthalmology - Board 
Certified 

8.2 miles away 
12037 Whitmarsh Ln, 

Ste 102 

Tampa, FL 33626 
813-855-8008 


A Multiple Locations 

While we make efforts to ensure that our lists of doctors are up to date and accurate, doctors do leave our networks from time to time, and these listings do change. There may be higher fees associated with visiting a doctor who is 
not in ournelwork or for obtaining a service that is not covered by your plan. You maybe responsible for those costs. To avoid higher fees we recommend thatyou confirm your doctor is in network and that the desired service is 
cove red when schedu I in g you r appo intment. 


EYE SITE OF TAMPA 
BAY PA 

Ophthalmology 

3.2 miles away 
601 S Belcher Rd, 
Clearwater, FL 33764 
727-799-3772 


ANDREA L LUSK MD 

Ophthalmology 

3.2 miles away 
601 S Belcher Rd, 
Clearwater, FL 33764 
727-799-3772 


HERBERT P KNAUF III 
MD 

Ophthalmology - Board 
Certified 

3.2 miles away 
601 S Belcher Rd, 

Clearwater, FL 33764 
727-799-3772 

KATHERINEAMACOUL 

MD 

Ophthalmology - Board 
Certified 

3.3 miles away 

3280 N Mcmullen Booth Rd, 

Ste 120 

Clearwater, FL 33761 
727-789-8770 

THE MACULA CENTER 

Ophthalmology 

3.3 miles away 
3280 N Mcmullen Booth Rd, 

Ste 120 

Clearwater, FL 33761 
727-789-8770 

Visit the following link to know more 


MUHAMMAD B KAYANI 
MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 


BYRON E HOLLEY MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 

ESTUARDOA PONCE 
MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-210-8811 

STEPHEN R 
DEPPERMANN MD 

Ophthalmology - Board 

Certified 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 

BYUNG JAHN MD 

Ophthalmology 

4.5 miles away 

501 S Fort Harrison Ave, 

Clearwater, FL 33756 

727-938-2020 

about ‘ how Blue Precision works ” 


HARRY B GRABOW MD 

Ophthalmology - Board 
Certified 

6.9 miles away 
1250 Belcher Rd S, 

Largo, FL 33771 
727-535-2300 


CRYSTAL RIVER EYE 
CENTER LLC 

Ophthalmology 

6.9 miles away 
1250 Belcher Rd S, 

Largo, FL 33771 
727-535-2300 

JOSEPH F FAUST MD 

Ophthalmology - Board 
Certified 

6.9 miles away 
1250 Belcher Rd S, 

Largo, FL 33771 
727-535-2300 


JOSEPH J ROSS MD 

Ophthalmology - Board 
Certified 

6.9 miles away 
1250 Belcher Rd S, 

Largo, FL 33771 
727-535-2300 


JAMES R MCNAIR MD 

Ophthalmology - Board 
Certified 

6.9 miles away 
1250 Belcher Rd S, 

Largo, FL 33771 
727-535-2300 

read the full program details ) 


MATTHEW M MENOSKY 
MD 

Ophthalmology - Board 
Certified 
8.2 miles away 
12037 Whitmarsh Ln, 

Ste 102 

Tampa, FL 33626 
813-855-8008 

JASON M HANDZA DO 

4k 

Ophthalmology - Board 
Certified 

8.5 miles away 
5151 Jasmine Way, 

Palm Harbor, FL 34685 
727-365-7376 

BRENT W CARMACK 
MD 

Ophthalmology - Board 
Certified 
9.1 miles away 
900 Carillon Pkwy, 

Ste 1 1 1 

Saint Petersburg, FL 33716 
727-573-3937 

BRENT W CARMACK 
MDPA 

Ophthalmology 
9.1 miles away 
900 Carillon Pkwy, 

Ste 1 1 1 

Saint Petersburg, FL 33716 
727-573-3937 


A Multiple Locations 

While we make efforts to ensure that our lists of doctors are up to date and accurate, doctors do leave our networks from time to time, and these listings do change. There may be higher fees associated with visiting a doctor who is 
not in ournelwork or for obtaining a service that is not covered by your plan. You maybe responsible for those costs. To avoid higher fees we recommend thatyou confirm your doctor is in network and that the desired service is 
cove red when schedu I in g you r appo intment. 


